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Extract of memorandum 
7 January 1947 j 


25X1 A9a 


from General Sibert to 



dated 


"The Director of Central Intelligence requests 
that all letters or telephone calls from Members of 
Congress be referred for review to Mr* Walter Pforzheimer, 
Legislative Branch, Room 2162 New War Dept* Building or 
Executive 6115, extension 735." 
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